Pictorial index Exterior 


Windshield wipers | 


Hood I 


Retractable hardtop | 


Outside rearview 
mirror's 




、巧 


Headlight 


Fuel filler door 


Turn signal light (front) 


I - Front fog light | 


SC_U (OM 24606 U) 






























Trunk 


P.29 


Rear window defogger 


P.161 


Doors 


P.25 



Turn signal light (rear) 


P.120 


1 

Tire 


Rotation 

P.242 

Replacement 

P.307 

Inflation pressure 

P.251 

Information 

P.349 
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Pictorial index 


Interior 


Ashtray 


P.192 


SRS driver airbag 


P.71 


SRS front passenger airbag 
- SRS knee airbag | 


Power window 
switches 


Driving position 
memory buttons I 



Front seats 


P.33 


SRS side airbags 


P.71 
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Personal lights 


P.184 


Garage door opener 
buttons KlSSiil 


Inside rear view mirror 


P.49 
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Pictorial index Instrument panel 


Emergency flasher switch 


Windshield wiper and - 
washer switch ■M が ■ 


し mise control switch - 


Steering switches 


Navigation system 

Clock ■SSI 


I —— Rear window defogger 
switch 


Trunk lid opener main 
switch I 



Driving pattern selector switch 


Automatic transmission , 
shift lever | 

し oin box I 

VSC off switch I 


Tire pressure warning 
select switch 

Cigarette lighter 
Ashtray 

Audio system* 
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D 



Headlight cleaner switch | 

Headlight switch 
下 urn signal lever 
Fog light switch 


Tilt and telescopic steering 
adjustment switch 


Instrument panel light control 

Power rear view mirror control 
switch 

Parking brake release lever 
Hood opener 
Trunk lid opener 


Adaptive front lighting system 
cancel switch 

Fuel filler door opener 


Tire pressure warning reset switch 


P.243 


: For vehicles with a navigation system, refer to the "Navigation System Owner's Manual". 
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